
A Small Backyard 
Greenhouse _ 

for the Home Gardener 



H ome gardening and landscaping are enjoyable hobbies for many people in 

North Carolina If you are among them, you migh t benefit from a small back¬ 
yard greenhouse. A greenhouse can be built easily and inexpensively in several hours 
using simple hand tools and materials available at most building supply stores . 

Tins publication presents plans and instructions for an easily constructed green¬ 
house that costs about $100 and may be used for many purposes. Measuring 12 feet 
by 14 feet (168 square feet), it is small enough to be unobtrusive but large enough to 
meet the needs of the serious grower. The completed structure is shoum in Figure 1. 


Selecting a Site 


Constructing the Greenhouse 
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Choose a level, well-drained plot for the 
greenhouse. If it will be used primarily 
for plant propagation in the summer, 
place it in partial shade to minimize heat 
buildup. A good location is the north side 
of a large, deciduous tree. Tf a partially 
shaded site is not available, you can use a 
shade cloth or a white plastic cover to 
control the amount 
of sunlight reach¬ 
ing the interior. 

If the green¬ 
house will be used 
for starting trans¬ 
plants or growing 
plants to maturity, 
it will need maxi¬ 
mum exposure to 
the sun. It should 
also be located 
where air drainage 
is good; avoid low 
areas surrounded 
by woods or build¬ 
ings, Easy access to 
running water and 
electricity is also 

important. Figure 1. A backyard greenhouse constructed from inexpensive materials. 


The greenhouse consists of a wooden 
frame to which are attached bows of 
polyvinyl chloride (PVC) pipe. The bows 
hold up the clear plastic film covering, as 
shown in Figures 1 through 3. 

All lumber for construction should be 
treated for ground contact with an 
environmentally safe preservative such as 
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Figure 2 . Bows of FVC pipe are used to hold up the plastic film covering, 


CCA. Avoid wood preserved with 
chemicals such as pentachlorophe- 
nol or creosote. Lumber treated 
for ground contact has a higher 
concentration of preservative and 
therefore will last much longer 
than untreated or lightly treated 
wood. Except for the covering,, the 
structure should last 10 to 12 
years. 

Unless the site is very flat, you 
will need to level the foundation 
boards. This is best done by 
digging a trench on the high side 
instead of raising the low side, as 
the foundation boards should 
contact the ground at all points to 
ensure a good seal. To keep rain- 
water out, however, the top of the 
foundation board should not be 
below ground level, particularly 
around the door. The purpose of 
the 4- in ch'by-4 - inch posts at each 
comer (Figure 4} is to anchor the 
greenhouse and prevent it from 
moving in high winds. 

The FVC pipe bows are 
attached to the side boards of the 
foundation with electric metallic 
tubing (EMT) damps (Figure 4). It 
is best to attach the clamps loosely 
to the side boards with wood 
screws before you secure the side 
boards to the end boards and 
comer blocks. They may be 
tightened after the PVC pipe has 
been slipped into place. 

PVC pipe may be purchased 
in 10- or 20-foot lengths In either 
schedule 40 or schedule SO 
weights. Schedule SO FVC pipe 
has a thicker wall and is stronger 
than schedule 40 pipe. It is there¬ 
fore recommended for greenhouse 
construction. The 12-foot width of 
the greenhouse was chosen so that 
each half rib section of pipe is 10 
feet long. PVC pipe may be easily 
cut with a hand saw, although a 
neater cut can be made with a 
pipe-cutting tool specially de¬ 
signed for that purpose. Care 
must be taken during assembly 
because the cement used to fasten 
PVC is fast-acting and permanent. 
It should not be used when the 


temperature is below SO^F. Check 
the directions on the can. 

It is best to lay all parts out on 
a flat surface for assembly. For the 
ribs to be 2 feet apart, the mid-rib 
pipe must be cut into pieces about 
221 / 2 inches long (Figures 3 and 
5). After all joints have been 
cemented and allowed to harden 
for a few minutes, position the 
entire assembly over the founda¬ 
tion boards, bend the ribs, and 
secure them in place with the EMT 
damps. Assembly is best done by 
two or more people to prevent 
overstressing the cemented joints. 
Ten feet of galvanized EMT posi¬ 
tioned inside the midrib will give 
added strength to the structure. 
After all the FVC ribs have 
been secured, the end frames and 
door may be constructed. Al¬ 
though there is a door on only one 
end, both end frames are essen¬ 
tially the same. The two diagonals 
on each end give strength to the 
structure and make it easy to 
secure the cover. The top of the 
end frame may be fastened to the 
end ribs with either a wood screw 
or a small sheet metal strip bent 
into a U shape. If wood screws are 
used, the PVC pipe must be pre¬ 
drilled to prevent splitting. 


Select the type of cover mater¬ 
ial. according to the intended use 
of the greenhouse. Clear 4r or 6- 
mil plastic greenhouse film is gen¬ 
erally best if the house will be 
used for growing plants. If it will 
be used exclusively for propagat¬ 
ing or overwintering plants, con¬ 
sider using 4- or 6-mil milky or 
white copolymer film. White co¬ 
polymer film reduces the amount 
of heat and light within the house 
and therefore limits fluctuations in 
these factors, keeping conditions 
more nearly constant during 
propagation or over the w r inter. 
However, shading clear plastic 
with a 30 to 50 percent polypro¬ 
pylene shade doth or greenhouse 
whitewash available from horti¬ 
cultural supply companies will 
produce nearly the same effect. 

The cover may be attached 
with small tacks, but staples are 
much faster and are more secure. 
Allow the cover to extend several 
inches past the bottom of the 
foundation boards, and cover the 
extra material with packed soil to 
prevent the entrance of moles and 
rainwater. An inch of coarse sand 
or fine gravel on the floor will 
reduce problems with mud and 
weeds. 


MID-RIB 



Operating 
the Greenhouse 

Bill of Materials 


It is essential that the house be as 
tight as passible so that it will 

Item 

Quantity 

Description 

1, 

16 

3/4" PVC pipe, schedule 80, 10 feet long 

retain both heat and humidity. 

2. 

6 

3/4" PVC crosses, schedule 80 

Problems with overheating can 
usually be solved by simply open- 

3. 

2 

3/4" PVC tees, schedule 80 

ing the door. Supplemental heat 

4. 

32 

3/4" galvanized electrical metallic tubing (EMT) straps 

can be provided if needed during 

5, 

2 

2 lf X 6" X 14' treated No. 2 pine boards 

very cold weather or at night by 

6 

2 

2" X 6" X12 [ treated No. 2 pin® hoards 

one or more heat lamps or a small 
electric heater. Any electrical 

7. 

4 

2" X 4" X 7 ‘ treated No. 2 pin® boards 

devices used in the damp environ- 

e. 

4 

2" X 4 “ X 6' treated No. 2 pine boards 

ment of a greenhouse should be 

9, 

4 

4" X 4" X 2' treated No. 2 pine boards 

connected only to a circuit 

10, 

2 

2 " X 4" X 3' treated No. 2 pine boards 

equipped with an approved 
ground fault current interrupter 

11. 

2 

1" X 4" X12 treated No. 2 pine boards (to be cut up 
for door parts) 

Set of door hinges 

(GFG) outlet or circuit breaker. 

Other sources of heat can be used. 

12. 

1 

but even very small gas or oil 

13. 

1 

Sheet of plastic, 24' X 20\ 4 mil 

heaters will usually overheat a 

14. 

1 

Can of PVC cleaner 

greenhouse this small and may not 
bum well if not properly venti- 

15. 

1 

Can of PVC cement 

Iated. 

16. 

1 

1/2* XI O' galvanized electrical metallic tubing (EMT) 


17. 


Miscellaneous nails, screws, and staples 






































































Figure 4. Foundation side and end boards are attached to 4-by-4 posts to anchor 
the structure. Note the EMT clamps on the side boards hold the FVC pipe ribs. 



The greenhouse will satisfac¬ 
torily support up to 4 inches of 
dry snow. If the snow is deeper or 
unusually wet, one or more 
temporary supports should be 
provided along the mid-rib to 
prevent collapse. If a larger green¬ 
house is required, the length may 
be increased. Do not increase the 
width of the house without 
increasing the size of the ribs. 
Doing so would seriously reduce 
the ability of the house to with¬ 
stand snow and wind loads. 

Uses 

A small greenhouse can be quite 
useful throughout the year for 
many different purposes. In the 
early spring, it can be used to 
germinate and grow bedding and 
vegetable plants earlier than 
would otherwise be possible. In 
the summer it can be used either 
with or without a mist system or 
humidifier as a propagation house 
to root cuttings. It can be used in 
the fall to start winter vegetable 
plants. During the winter, it can 
protect patio plants and other 
hardy but containerized woody 
plants. 


Figure The mid-rib pipe is cut into sections about 22 112 inches long and 
rejoined with FVC crosses to which the ribs are attached. Ten feet of EMT is 
placed inside the mid-rib for strength. 
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